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You will find a copy of the most recent amendment to 
"Chart 4" attached. You will note that a column for relative 
value is included for each of the three accuracy levels. 


1DIA is moving out on this and plans to have the data 
within three to four weeks. 
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If 1 can he of any help HH9HH 
system accuracy, please let me know. 


on the collection 


25X1A 


Systems Analysis Group 
DCI/NIPE 


Attachment 


[ 88M? 1 

S #BWgWl»S #80 


Approved For Release 2001/05/01 : ClA-RDPSOBOIId&AOOOl 00060043-1 





